LEXINGTON 


INSTRUMENTS 


CORPORATION 


16 MECHANIC STREET WALTHAM 54, MASSACHUSETTS Phone: 899 0410 


September, 1964 


Dear Sir: 

Enclosed is the information you requested on the 
Negative Capacitance Amplifier. 

If you would like additional information, or a 
demonstration, we would be pleased to hear from you. 

Cordially yours. 


EG:m 


Ephraim Greenberg 
Manager 



Gentlemen 


□ pi ease have an engineer contact me 

□ MAIL □phone 

LJ Please place my name on your mailing list 
REMARKS 



BUSINESS REPLY MAIL 

FIRST CLASS PERMIT NO. 37418, WALTHAM, MASS. 

LEXINGTON INSTRUMENTS 
16 Mechanic Street, 

Waltham 54, M ass. 

# 






